To:  Wharton,  Steve[Wharton. Steve@epa.gov] 

From:  Costanzi,  Frances 

Sent:  Tue  8/11/2015  11:58:20  PM 

Subject:  Gold  King  site  contact  # 


FYI. . .Tim  was  just  told  to  post  this  number  for  the  Gold  King  site  : (970)  385-8700 


Fran 


Frances  L.  Costanzi,  P.E. 

Remedial  Project  Manager  and 

Superfund  Redevelopment  Initiative  Coordinator 

USEPA  Region  8 

1595  Wynkoop  Street 

Mail  code  8EPR-SR 

Denver,  CO  80202 

email:  costanzi.frances@epa.gov 

phone:  303-312-6571 
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